STATUTES AT LARGE

Provided, However, That the
Clerk of Court shall not extend
further credit to any person,
firm or corporation who shall
have failed to pay any such fee
or fees when the same shall have
become due as herein provided,
unless and until such arrears
are paid in full, In the event of
the non-payment of any such
fee or fees, said Clerk of Court
shall exercise all of the rights
and privileges given to him by
law for the enforcement of the
payment of the same.
Provided, Further, That any
violation of the foregoing pro-
visions shall be held to be mal-
feasance in office, in addition to
any other penalties provided by
law, and the said Clerk of
Court's official bond shall be lia-
ble for any loss resulting to the
County of Charleston therefrom.
Item 10. For Office of Register of Mesne
Conveyance:
(a) Salary of Register of Mesne Con-
veyance ................... $ 3,600.00
(b) Deputy .......................  2,160.00
(c) Clerks (6) .................... 7,920.00
(d) Office Boy ....................   900.00
(e) For rebinding and care of books
and records, if so 'Much be
needed  .....................   500.00
(f) Incidental expenses, payable on
Warrant of Register of Mesne
Conveyance  .................$  300.00
Total, Register of Mesne Convey-
ance Office ...............

$ 15,380.00
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